the oxygen of the lead goes to the aran
becomes dissolved,   and   from   the
weight of the  zinc  and  the  propc
oxygen in zinc oxide being previously
and the weight of the precipitated lei
found,  we have data for determining
ide of lead.    I took 200 measures of
of lead solution (L142), which I kn
tained 27 grains of oxide of lead; tl
diluted with an equal volume of wt
lead was precipitated by a rod of
6 hours an arbor saturni was forme
was collected and well dried; it weii
grains, and the zinc rod had lost 7
care must be takeii in performing tl
riment that all the lead be not prec
otherwise the oxide  of zinc begins
and the result is uncertain.    In the r
liquid I got 4 grains of sulphate of
sulphuric acid*   Here then we have
gen of 21| lead transferred to 7 zi
if 7:21|::29:90 nearly.    Now it ii
that 29 parts of zinc take 7 of oxygei
fore 90 lead take 7 of oxygen, and
of lead=90, and the protoxide 97.
I formerly stated the atom  of VOL. .1, page 260.
2. By dissolving 180 grains of le trie acid in a small thin capsule, anc